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SUBIECT s Cable Sissemination Systea (CPs 
Replacement 


PEPERUNCE 3 Your mamo dt3 9 Feb 81, save subject 
{CC=-"™21=-138) 
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Our recent discussion of the Message fancling F 
(MBF) as a replacement for the Cable Dissenination 
took us an important step farther down the coed of 
orative offort in this imoortant srea of message “ene. 
I was slease? at the f4ecision to continue with the deve 
ment effort and loos forward to the task force's repre 
the recuirements for the systea. Once we have 4 cleet 
ntatemant of those requirements we will be ins a porition to 
aneertain whether our IBM 370/158 computers will be evitable 
for the MUF. In the neantine, we will consider the 1158's 
reserved fer “EE and will not comuit thes percganontiv fo any 
eather program. 


/s/ Bruce T. Johnson 
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